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TAGS: AORG OCON TECH IAEA 

SUBJ: IAEA INTERNATIONAL WORKING GROUP ON RELIABILITY OF 
REACTOR PRESSURE COMPONENTS, VIENNA, DECEMBER 1974 

REF: IAEA VIENNA 7970 

1. MISSION REQUESTED ADVISE AGENCY U.S. NOMINATES DR. LEONARD 
E. STEELE (NAVAL RESEARCH LABORATORY, WASHINGTON) AS U.S. 
PARTICIPANT NEW REORGANIZED SUBJECT WORKING GROUP. 

2. STEEL HAS COPY AGENCY LETTER ON NEW GROUP AND WILL BE PREPARED 
DISCUSS IT DURING OCTOBER 23-25 VISIT VIENNA. 

3. DUE TRAVEL FUND LIMITATIONS, UNABLE CONFIRM AT THIS TIME 
WHETHER STEEL WILL BE ABLE ATTEND DECEMBER MEETING SUBJECT 
GROUP. INGERSOLL 
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